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Table 1: Economy 

72004] 72005 2006 2007 2008 
[ESTIMATES OF UNEMPLOYMENT - June quarter 
[Unemployed parsons 7 Za Zoe iE] Tata] Tash 
[Unemployment rate i 6a] 43] 35 30 32 
[TAXATION STATISTICS -year ended 30 June 
Nontaxable individuals 7 ql Yl 3301 Da z 
Taxable income (non-iaxabie aviauale) El 7 Yl 505 Gal 
[Average taxable income (nor taxable inavidoala) 3] : : Boat cy 
Terabe naa 7 : : BEC EEG) 
Taxable income (taxable naivduals) Sr 18822 20877 
[Average taxable income (taxable indhiduals) 3] 7 : oer 54 050 : 
Nettax Sr : 4605 490.1 
[Average netiax 3] yl 7 72335] Tara] 
[Nettax as a proparton oflaxable noome % : : 25 2 z 
FTavable and nor taxabla naa 7 : : eras aia] 
Fraxable income (laxable and nontaxable naidual) Sr _ 1 79827 FIED zi 
[Average Iorable income (taxable and nor-axableinalviguals) 3] Yl 1 41238] “47a 3 
[SELECTED GOVERNMENT PENSIONS & ALLOWANCES at 30 June 
[Age Pension Centliik 7 7a 7a ro o 7a 
[Age Pension -DVA 7 a a a a a 
[Carers Payment 7 a Z a a a 
[Disability Support Pension 7 7a ra 7a a a 
Rewster Alowance 7, a na a a a 
[Parenting Payment Single 7 a a a a a 
Youth Alowancas 7. a nal a a a 
 Newatart Aowanca mare tan 208 daye a 7a 7a a 7 oI 
[ESTIMATES OF PERSONAL INCOME year ended 20 June 
Wage and salary earners 7 EEE 3 aa] Ea) EIS] 
Wage and salary income Sn 12796) Tay Tersal Trr04| : 
[Average Wage and salary income 3] Es “120 42550] 45005] 
[Gan urincarporated business earners 7 TOT09] T0080] a) T0255] 5 
[Gar urincerpeated business income ET 7021 7207 in] 1923] z 
[Average Own unincorporaied business income 3] 70 99] T1974 16623] Tera] 
investment earners 7 ata aad] 8s] Fit) 3 
Invesimentineome Sr 365] 7083] Tai] 156.0] 
[Average Investnent income 3] Sasa] a3 5 5068) 
[Superannuation and annuly earners 7 oor 7080] 139] 12a] a 
[Superannuation and annul inoome Sr 72] 79] 2a 2a] 
[Average Superannuation and annuity Weare 3] i73i7| Ter] Zsi7| 2 a0 3 
[har income earars (evel Gavermant pensions & alowancea) 7 Ez] ao EFS] cE 
[Ghar income (excl Government pansions & allowances) En a9] 53] 35 Ey : 
[Average ater income (excl Government pensions & alowances) 3] 7239] Tass zai FED] : 
Tia income (excl Government pensions & allowances) 3 Tar Tera 73388) BE] 7 
[WAGE AND SALARY EARNERS BY AGE AND SEX -year ended 30 June 
[Males - 15 years to 24 years 7 FET] aang| aaer| 1 
Males ~25 years 34 years 7. 4270 455 aaa 502 : 
[Males ~35 years o 44 years 7 a8 am 74.60 5067 
Males ~ 45 years 5 years 7 4129 425 402 a5) 
Malas ~ 55 years 64 years 7 2288 2a 2m 2a 5 
[Malas ~65 years and aver o ait 340] 419] 461 
Males Total 7 To wast] BE Ear] 
Females 15 yearsta 24 years 7 aH a0 3307 aa 7 
Females 25 yearsta 34 years 7 3165] 3200] FEZ] a7 
Females 35 yearsta #4 years 7. 310] 3657 382 a7 : 
Females 45 yearsta 4 years 7 3003] aan 3485 30 z 
Females ~55 yearsto 64 years 7 17] 7323] Tara] 7555] 
Females ~65 years and over 7 736] co 18 200] : 
Females - Toll 7. T3088 Tea 7] 16628] : 
Persons 15 years to 28 yeare 7 oz aaa 72m Toa 
Persons 25 years to 34 years 7 7462 7746] 3.383 306 : 
Persons 35 yoars to 44 years 7 EE] ara aT 9044 
Persons a5 years to 58 years 7 764 Faaa| Tar 2208 
Persons 55 years a 64 years 7 Sat En ar] 402 : 
Persons 65 years and over 7 a7] aa 77 6 7 
Persons Total 7. ES aa9| 705 5 
[WAGE AND SALARY EARNERS BY OCCUPATION year ended 30 June 
[Managers and Administrators 7 er) zim FES 2a 
Professional 7. 3420] 82 3.863 08 : 
Associate Professonale 7. 7755 Tata] Zoe FET] 3 
radesparsons and Relaied Workers 7. 58 45 525 5709 
[Advanced Clerical and Sens Workers . 426 506] 20] 505] 
Intermediate Clerical Sales and Service Warers me. ase EE) Fe] 546 5 
Intermeate Production and Transport Warkers 7 5a75| 6009 6479 2] 
Elementary Clerical Sales and Service Workers 7 3020] 3226] 40 EEG 
Labourers and Related Workers 7. 5307] 509] 5772 5072 : 
Rot Stated me. 2208 2104 Zier 2276 
Total wage and salary earnare 7 zim aaa] 37060 EI] 
[ESTIMATES OF HOUSEHOLD WEALTH year ended 30 June 
Net worth per household S005] ma 7 
Aggregate househot net worth Sn ral "I a : 
Equivatised nat worth S005] ral : : z 
Asses per household S005] a 7 
Lisbiies per household S000] nal _ 
[Debtto asset rato * nal _ z 5 
[COUNTS OF BUSINESSES, INCLUDING ENTRIES AND EXITS 
[Number of Businesses -at 30 June 
Nonemploying businesses 7 Eco EES 2) aa 
Employing businesses: io dariloyess 7 7383 79] 7650] 1977] 
Employing businesses: 5 or more employees 7 1122] 12i2] 1257 1254] z 
Total businesses me. By Ta 735 Ta 
[Business Entries year ended 30 June 
Ron enploying business enres 7 eal [i i] Ex : 
Employing business entries 7 309] 425] 606 S01 
otal business ens ne. 223] FE Tess] Toa] 
[Business Exits year ended 30 June 
Nonemploying business exis 7 a ca a] aia] = 
Employing business exits 7 aa] a aa] 276 : 
FTtal business exis 7. Es] Ea 7158] Tag] 
Number of Businesses by Industry at 30 June 
Aayicuture, frosty and fisting 7 Zan Trea Ezz] Za 
ining 7 7 a Ey a 
Manufactrng 7 207 ae] 306] 720] z 
Flocriiy, gas and water supply 7 Hn 5 n n : 
[Construction me, Ea Ea] Ed Tag] 
Wholesale rad 7. 74a 729] 23 12 : 
Real eade 7 sa Gia] as5| 26 : 
Accommodation, cafes and rastauranie 7. 306] 206] 206] 6 
Transport and storage 7. 286 408] 522] EG : 
[Communication services 7. a] a & a : 
Finanes and insurance me. 79] 75] 20 Baa] 
Property and business services| 7 ass wa] 2] Toa] 
 Ecucation 7. Ey | 7 Ey : 
Health and communi sevice re. im 725] vat 7 : 
[Cutural and recreational sence me. a am 102 i 
Personal and aher services 7. 7a] ~a7| 201 77 3 
Total businesses 7. 68 Tag] 736 Tavs 
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Table 2: Population and People 


2004 2005 
ESTIMATED RESIDENT POPULATION BY AGE AND SEX - at 30 June 
Males - 0 to 4 years no. 2 873 2 950 
Males - 5 years to 9 years no. 2 990 3 060 
Males - 10 years to 14 years no. 3 038 3 082 
Males - 15 years to 19 years no. 2 644 2 622 
Males - 20 years to 24 years no. 2 733 2 909 
Males - 25 years to 29 years no. 2 683 2 846 
Males - 30 years to 34 years no. 3 160 3 208 
Males - 35 years to 39 years no. 3 140 3 304 
Males - 40 years to 44 years no. 3 493 3 504 
Males - 45 years to 49 years no. 3 299 3 399 
Males - 50 years to 54 years no. 3 102 3 225 
Males - 55 years to 59 years no. 2814 2915 
Males - 60 years to 64 years no. 1 927 2 087 
Males - 65 years to 69 years no. 1 368 1 448 
Males - 70 years to 74 years no. 925 927 
Males - 75 years to 79 years no. 728 738 
Males - 80 years to 84 years no. 320 338 
Males - 85 years and over no. 223 215 
Males - Total no. 41 460 42777 
Females - 0 to 4 years no. 2 594 2 653 
Females - 5 years to 9 years no. 2 732 2 762 
Females - 10 years to 14 years no. 2 812 2 802 
Females - 15 years to 19 years no. 2 308 2 375 
Females - 20 years to 24 years no. 2 266 2 395 
Females - 25 years to 29 years no. 2 397 2525 
Females - 30 years to 34 years no. 2 886 2 904 
Females - 35 years to 39 years no. 2 847 2 891 
Females - 40 years to 44 years no. 3110 3 120 
Females - 45 years to 49 years no. 2 783 2 908 
Females - 50 years to 54 years no. 2519 2 592 
Females - 55 years to 59 years no. 2 206 2 303 
Females - 60 years to 64 years no. 1 420 1 546 
Females - 65 years to 69 years no. 1125 1116 
Females - 70 years to 74 years no. 763 806 
Females - 75 years to 79 years no. 574 583 
Females - 80 years to 84 years no. 396 395 
Females - 85 years and over no. 328 341 
Females - Total no. 36 066 37 017 
Persons - 0 to 4 years no. 5 467 5 603 
Persons - 5 years to 9 years no. 5 722 5 822 


Persons - 10 years to 14 years no. 5 850 5 884 


Persons - 15 years to 19 years no. 4952 4997 


Persons - 20 years to 24 years no. 4999 5 304 
Persons - 25 years to 29 years no. 5 080 5 371 
Persons - 30 years to 34 years no. 6 046 6 112 
Persons - 35 years to 39 years no. 5 987 6 195 
Persons - 40 years to 44 years no. 6 603 6 624 
Persons - 45 years to 49 years no. 6 082 6 307 
Persons - 50 years to 54 years no. 5 621 5 817 
Persons - 55 years to 59 years no. 5 020 5 218 
Persons - 60 years to 64 years no. 3 347 3 633 
Persons - 65 years to 69 years no. 2 493 2 564 
Persons - 70 years to 74 years no. 1 688 1 733 
Persons - 75 years to 79 years no. 1 302 1 321 
Persons - 80 years to 84 years no. 716 733 
Persons - 85 years and over no. 551 556 
Persons - Total no. 77 526 79 794 


POPULATION DENSITY (ESTIMATED RESIDENT POPULATION) - at 30 June 
Population density persons/km2 - - 


ESTIMATED RESIDENT INDIGENOUS POPULATION - at 30 June 
Percentage of total population % = s 


OVERSEAS BORN POPULATION: PERCENTAGE OF TOTAL POPULATION - Census 2006 


Born in Oceania and Antarctica (excluding Australia) % - - 
Born in North-West Europe % = = 
Born in Southern and Eastern Europe % - = 
Born in North Africa and the Middle East % - - 
Born in South-East Asia % - - 
Born in North-East Asia % - - 
Born in Southern and Central Asia % - - 
Born in Americas % - - 
Born in Sub-Saharan Africa % - - 
Total born overseas % - = 


SPEAKS A LANGUAGE OTHER THAN ENGLISH AT HOME - Census 2006 
Percentage of total population % s 2 


LEVEL OF POST SCHOOL QUALIFICATIONS: PERCENTAGE OF TOTAL POPULATION AGED 15 YEARS AND OVER - Cer 


Postgraduate Degree % = - 
Graduate Diploma and Graduate Certificate % - - 
Bachelor Degree % = - 
Advanced Diploma and Diploma % - - 
Certificate % - - 
Inadequately Described/Not Stated % - = 
Total with qualifications % = S 


OCCUPATION OF EMPLOYED PERSONS: PERCENTAGE OF TOTAL EMPLOYED PERSONS - Census 2006 


Managers % S = 
Professionals % - - 
Technicians and Trades Workers % - - 
Community and Personal Service Workers % - - 
Clerical and Administrative Workers % - - 


Sales Workers % - - 


Machinery Operators and Drivers 
Labourers 
Inadequately Described/Not Stated 


HOUSEHOLDS BY TYPE - Census 2006 
Lone person households 

Group households 

Family households 

Total households 


FAMILIES BY TYPE - Census 2006 

Couple families with children under 15 and/or dependent students 
Couple families with non-dependent children only 

Couple families without children 


One parent families with children under 15 and/or dependent students 


One parent families with non-dependent children only 
Other families 
Total families 


INTERNAL MIGRATION - Census 2006 

Persons who lived at same address 1 year ago 
Persons who lived at different address 1 year ago 
Persons who lived at same address 5 years ago 
Persons who lived at different address 5 years ago 


PROPORTION OF POPULATION BY REMOTENESS AREA - Census 2006 


Major Cities 
Inner Regional 
Outer Regional 
Remote 

Very Remote 


PROPORTION OF POPULATION BY SECTION OF STATE - Census 2006 


Major Urban 
Other Urban 
Bounded Locality 
Rural Balance 


% 
% 
% 


no. 
no. 
no. 
no. 


no. 
no. 
no. 


no. 


no. 
no. 
no. 


no. 
no. 
no. 
no. 


% 
% 
% 
% 
% 


% 
% 
% 
% 


UNPAID WORK: PERCENTAGE OF TOTAL POPULATION AGED 15 YEARS AND OVER - Census 2006 


Persons undertaking voluntary work for an organisation or group 
Persons caring for own children without pay 

Persons caring for other children without pay 

Persons caring for own children and other children without pay 


Persons providing unpaid care, help or assistance to family members 
or others 


% 
% 
% 
% 


% 


ACCESS TO INTERNET AT HOME: PROPORTION OF OCCUPIED PRIVATE DWELLINGS - Census 2006 


Broadband connection 
Dial-up connection 

Other connection 

Total internet connections 


BIRTHS AND DEATHS - year ended 31 December 
Births 


% 
% 
% 
% 


no. 


975 977 


Total fertility rate rate 2.0 1.9 


Deaths no. 359 305 
Standardised death rate rate 6.3 6.0 
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2006 2007 2008 


2 956 2971 3 035 
3 130 3125 3119 
3 132 3114 3 156 
2 664 2774 2 876 
3 023 3119 3 167 
3 060 3 329 3 664 
3 295 3 361 3 456 
3 489 3 657 3 847 
3 527 3579 3 602 
3 545 3 651 3 808 
3314 3 359 3 404 
3021 2979 2 997 
2 228 2 400 2518 
1 506 1516 1 558 
974 1077 1091 
706 671 680 
369 399 449 
226 235 225 
44 165 45 316 46 652 
2 750 2 862 2 992 
2 830 2 893 2 982 
2 845 2 768 2 746 
2 379 2416 2 438 
2 548 2 632 2 709 
2 684 2 841 3 083 
2 897 2911 2 943 
3 031 3 164 3 261 
3 129 3 086 3 059 
2 990 3 067 3 163 
2 693 2 732 2 744 
2 402 2 334 2 371 
1 634 1 804 1 905 
1 109 1 130 1179 
830 865 887 
600 602 611 
407 403 416 
354 374 377 
38 112 38 884 39 866 
5 706 5 833 6 027 
5 960 6 018 6 101 


5 977 5 882 5 902 


5 043 5 190 5 314 
5571 5 751 5 876 
5 744 6 170 6 747 
6 192 6 272 6 399 
6 520 6 821 7 108 
6 656 6 665 6 661 
6 535 6718 6971 
6 007 6 091 6 148 
5 423 5 313 5 368 
3 862 4 204 4 423 
2615 2 646 2737 
1 804 1 942 1 978 
1 306 1 273 1 291 
776 802 865 
580 609 602 
82 277 84 200 86 518 


3.5 - - 


3.1 - - 
4.5 - - 
0.7 - - 
0.1 - - 
0.8 - - 
0.3 - - 
0.1 - - 
0.4 - - 
0.7 - - 
10.8 - - 


3.0 - - 


isus 2006 
0.5 - - 
0.6 - - 
5.5 - - 
4.4 - - 
21.1 - - 
15.7 - - 
48.0 - = 


14.6 - = 
9.2 - - 
18.6 - - 
7.0 - - 
10.0 - - 
7.5 - - 


16.3 - - 
15.0 - - 
1.8 - - 


5 174 - - 
937 - - 

19 261 - - 
25 372 - - 


7 670 - - 
1 506 - - 
8 114 < * 


1 450 : 2 


641 z 7 
200 : : 
19 581 : : 


54 199 - - 
14 305 - - 
31 848 - - 
30 871 - - 


0.0 - - 
0.0 - - 
85.2 - - 
14.0 - - 
0.7 - - 


0.0 : z 
52.5 : 

9.4 : : 
38.1 3 : 


22.1 - - 
24.1 - - 
6.6 - - 
1.2 - - 


28.5 - - 
29.1 - - 

1.1 - - 
58.6 - - 


1045 1 262 1 335 


1.9 2.0 2.1 
389 384 417 
6.2 6.2 6.6 
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Table 3: Industry 


2004 2005 
BUILDING APPROVALS - year ended 30 June 
Private sector houses no. 369 459 
Total dwelling units no. 497 753 
Value of private sector houses $m 74.3 98.5 
Value of new residential building $m 96.9 190.4 
Value of total residential building $m 106.2 202.6 
Value of total non-residential building $m 22.9 59.3 
Value of total building $m 129.1 261.9 
Average value of private sector houses $'000 201.3 214.5 
MOTOR VEHICLE CENSUS - REGISTERED MOTOR VEHICLES - at 31 March 
Number by type of vehicle 
Passenger vehicles no. 31 790 33 277 
Campervans no. 149 160 
Light commercial vehicles no. 15 081 15 890 
Light rigid trucks no. 413 471 
Heavy rigid trucks no. 1941 1 989 
Articulated trucks no. 403 439 
Non-freight carrying trucks no. 41 45 
Buses no. 401 416 
Motorcycles no. 2 488 2 599 
Total registered motor vehicles no. 52 705 55 286 
Rate per 1,000 population 
Passenger vehicles no. 410 417 
Campervans no. 2 2 
Light commercial vehicles no. 195 199 
Light rigid trucks no. 5 6 
Heavy rigid trucks no. 25 25 
Articulated trucks no. 5 6 
Non-freight carrying trucks no. 1 
Buses no. 5 5 
Motorcycles no. 32 33 
Total registered motor vehicles no. 680 693 
Age of vehicle 
Less than 5 years old no. 11 980 13 266 
5 years to less than 10 years old no. 14 396 14 632 
10 years or older no. 26 249 27 305 


Number by type of fuel 
Petrol no. 38 584 40 225 


Diesel 
LPG/Dual/Other 


GROSS VALUE OF AGRICULTURAL PRODUCTION * - year ended 30 June 
Gross value of crops 

Gross value of livestock slaughterings 

Gross value of livestock products 

Total gross value of agricultural production 


AGRICULTURAL COMMODITIES * - year ended 30 June 
Total area 

Area of holding 

Cereals for grain 

Vegetables for human consumption 

Orchard trees (including nuts) 

All fruit (excluding grapes) 

Non-cereal broadacre crops 


Total number 

Sheep and lambs 

Milk cattle (excluding house cows) 
Meat cattle 

Pigs 


no. 
no. 


$m 
$m 
$m 
$m 


ha 
ha 
ha 
ha 
ha 
ha 


no. 
no. 
no. 
no. 


13 632 14 573 


* Agricultural commodities and value of production data is subject to relative standard error (RSE) - for further information see ABS 
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2006 


516 
807 


123.8 
184.6 
203.6 

98.2 
301.8 


239.9 


42 594 


2007 


676 
935 


202.4 
252.9 
274.3 
139.2 
413.6 


299.3 


44 623 


2008 


528 
747 


145.7 
185.6 
213.6 
132.8 
346.4 


276.0 


45 957 


15 702 
547 


504.1 
278.7 

4.0 
786.8 


8 509 124.8 
76 217.4 

6 375.8 
816.6 
875.5 

136 519.7 


303 

1 958 

1 220 322 
17 236 


cat no. 7125.0 


17 160 18 639 
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Table 4: Environment and Energy 
2004 2005 


LAND AREA 
Land area km2 - - 


WATER USE ON AUSTRALIAN FARMS 


Area of agricultural land ha '000 = 5 
Area irrigated ha '000 - - 
Irrigation volume applied ML - - 
Other agricultural uses ML - - 
Total water use ML - - 
Area irrigated as proportion of agricultural land % - - 
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2006 


8 509 
76 

156 173 
23 576 
179 749 
0.9 


2007 


2008 


90 102.4 


